^ BSC Group 

Transportation ■ Energy ■ Land Development 


March 16, 2020 

SENT VIA EMAIL TO: RVallarelli@town.arlington.ma.us 

Rick Vallarelli 

Zoning Board of Appeals Administrator 
Town of Arlington 
51 Grove Street 
Arlington, MA 02476 

RE: Thorndike Place 

Comprehensive Permit - Updated Civil Drawings 
Dear Mr Vallarelli: 


803 Summer Street 
Boston, MA 02127 

Tel: 617-896-4300 
800-288-8123 

www. bscgroup. com 


As agreed at the December 10, 2019 Zoning Board of Appeals public hearing, we are 
submitting updated civil drawings thirty (30) days in advance of our next public hearing 
scheduled for April 14, 2020. BSC understands that the Applicant is awaiting responses as to 
how to file the complete supplemental package with the Board (including instructions for 
mailing sets of hard copies, number of sets and sizes), but wanted to provide the updated site 
plans electronically at this time. 

Please call me at 781-710-7280 or email me at ihession@bscgroup.com if you have any 
questions. 

Very truly yours, 

BSC Group, Inc. 



John Hession, P.E. 
Vice President 
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